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The end product properly stabilized sludge. trested and handled from start to tinish by Geo-Con's professionals 


Sludge Stabilization Problem? 


“Hazardous waste” is a no-non- 
sense term — and no place for 
amateurs, beginners, part-timers 
or a pick-up team. 

Geo-Con alone brings a no- 
nonsense attitude to the hand- 
ling of sludge stabilization, fixa- 
tion, neutralization and removal. 
Just look at the dramatic exam- 
ple shown in these pictures. It 
reflects the many years of expe- 
rience Geo-Con has amassed as 
contractors in the handling and 
containment of liquids of all 
kinds. It shows Geo-Con per- 
sonnel working with the protec- 
tive attire specified by EPA and 
supervised by Geo-Con’s own 
professional health and safety 
experts. 

Geo-Con is the contractor 
ip the hazardous was 




























stop contracting service, please 
write or phone Geo-Con, Inc., 
P.O. Box 17380, Pittsburgh, PA 
GEO-CON INC. Si. 2r cle 

o > Offices also in Dallas, TX and 


GEOTECHNICAL CONTRACTING Lakeland, FL. 





Bentonite and synthetic liners ¢ Slurry cut-off walls + Containment construction 
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P.O. Box 17380 i 
G -A De INC. Pittsburgh, PA 15235 


sdlechnicel Canvadling (412) 244-8200 


“Experience and Expertise” 


February 24, 1986 


Robert G Boensch 


Mr. Robert Boensch 
2941 Bessinger Road 
AuGris, MI 48703 


14-1400 


Dear Mr. Boensch: 


One condition made by Geo-Con, Inc., previous to being hired as 
an employee which is included in the "Job Employment Conditions 
Form" that was signed by you, requires you to take a Post Job 
physical. 


Upon receipt of this letter, you will have three days to complete 
a post job physical, or waive any right of recourse against 
Geo-Con, Inc. or Chemical Waste Management for costs incurred or 
damages relating to occupational/occupational disease coverages 
that may be available as a result of working on the Chemical 
Waste Management project at Vickery, Ohio. 


Sincerely, 


GEO-CON, INC. 


Robert G Boens 


Arlo S. Reynolds 
Operations Manager 


Dallas/Ft Worth Office Florida 
1720 Westanestey PO Bos 650 
Denton 1K 7575 Lakeland, FL 33809) 
Prone (817) 389 1400 Paone (813) S83-4066 
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Dear Mr. Boensch: 


One condition made by Geo-Con, Inc., previous to being hired as 
an employee which is included in the "Job Employment Conditions 
Form" that was signed by you, requires you to take a Post Job 
physical. 


Upon receipt of this letter, you will have three days to complete 
a post job physical, or waive any right of recourse against 
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GEO-CON, INC. 


Robert G Boensch- 


Arlo S. Reynolds 
Operations Manager 
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Denton TX 76705 Lakelond, FL 33809 
Prone (817) 383 1400 Paone (813) 688-4066 





